PLATE  XIX.
S. IRENE.
VAULTING AT THE NORTH-WEST CORNER OF THE ATRIUM.
S. IRENE.
THE NORTHERN ARCH OF THE MAIN DOME, SEEN FROM THE SOUTH GALLERY.
To face jxtge 92.